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Oravisual TOOLS 


For more effective group communication. They can 
help you say it better, easier, and with greater impact 
Magnetic chalkboards, Portable Whiteboard Easels, 
Roll-Around Easels and related items—all especially 
designed for use in Traffic Courts, Police Traffic Train- 
ing, Traffic Accident Cases and many other applications. 
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